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EE 25x: 402 


RR 25x14c0 


25X1A9a 


Pressere Suit for 1ST 


eaten din ote mera satis te Hn é vate 


Oxygen fitting for breathing 
bladder:is to be the AL2?h 
modified and located on the . 
left. side in same location 
as S621LM suits now being 
used. The ventilation system 
hose is to be located on the 
right side and in the sane 
position as the S621R 
twelve inches long. oe 
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